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ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018W 

029040 

R 061915Z JUL 76 
FM AMEMBASSY ASUNCION 
TO SECSTATE WASHDC 7789 
INFO AMEMBASSY BUENOS AIRES 

UNCLAS ASUNCION 2773 

E.O. 11652: N/A 
TAGS: BEXP, ENRG, PA 

SUB J : MAJOR PROJECT: PREQUALIFICATIONS BUDS FOR YACYRETA- 
APIPE HYDROELECTRIC PROJECT 

1 . ON JULY 5, 1976, PREQUALIFICATION BIDS TO 
SUPPLY TURBINES AND GENERATIONS WERE OPENED IN 
ASUNCION BY THE YACYRETA BINATIONAL ENTITY. 

FOLLOWING COMPANIES AND/OR CONSORCIA PRESENTED 
THEIR APPLICATIONS: BOVING AND CO. LTD. OF 
ENGLAND; VOEST ALPINE A.G. OF AUSTRIA; ACWEST 
(ALLIS CHALMERS AND WESTINGHOUSE) OF THE UNITED 
STATES; YACYRETA-APIPE (SIEMENS-EME-GIE) CON- 
SORCIUM OF GERMAN, RUSSIAN AND ITALIAN FIRMS; 

SIEMENS A.G. OF GERMANY; ENERGO MACHEXPORT OF THE 
SOVIET UNION; G.I.E. OF ITALY; SERCOBE (SOCIEDAD 
MET. DURO FELGUERA G. ELECTRIC - BABCOCK WILCOX - 
BROWN BOVERI - MAQUINISTA TERRESTRE MARTIMA) OF 
SPAIN; ALSTHOM OF FRANCE; INGRA-SAGREB OF 
YUGOSLAVIA; CREVSOT LOIRE OF FRANCE; ASEA A.B. 

OF SWEDEN; MECANICA PESADA S.A. OF BRAZIL: 

GENERAL EELCTRIC OF THE UNITED STATES; GENERAL 
ELECTRIC DO BRASIL, OF BRAZIL; FUN UNION OF 
AUSTRIA; JAPAN CONSORTIUM AND VOITH (GERMAN- 
JAPANESE GROUP); ESCHER WYSS A.G. OF SWITEZERLAND; 

A.E.G. TELEFUNKEN OF GERMANY; BROWN BOVERI AND 
CO. OF GERMANY; INDUSTRIA ELECTRICA BROWN BOVERI 
S.A. OF BRAZIL; A.G. BROWN BOVERI AND CO. OF 
SWITZERLAND; AND SKODA EXPORT OF CZECHOSLOVAKIA. 
UNCLASSIFIED 
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2. BINATIONAL ENTITY EXECUTIVES ARE VERY PLEASED 
AT BOTH QUANTITY AND QUALITY OF FIRMS WHICH HAVE 
ENTERED BIDDING. THEY STATE LIST OF FIRMS 
QUALIFIED TO SUBMIT FINAL BIDS WILL BE ISSUED 
WITHIN NINETY DAY PERIOD. 

LANDAU 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: HYDROELECTRIC POWER PLANTS, PROPOSALS (BID) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 06 JUL 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ASUNCI02773 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760260-0868 
From: ASUNCION 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760790/aaaadatm.tel 

Line Count: 67 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: schwenja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 MAR 2004 by ThomasVJ>; APPROVED <06 AUG 2004 by schwenja> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: PREQUALIFICATIONS BUDS FOR YACYRETA- APIPE HYDROELECTRIC PROJECT 
TAGS: BEXP, ENRG, PA 
To: STATE 
Type: TE 
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